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EQUIPMENT LIST Y-C 


FLY-AWAY KIT FOR 3-CHANNEL 


1957 


Supersedes: 


Merch 1, 1957 


Revision: 


DATA REDUCTION EQUIPMENT 


MP 
ITEM NUMBER NOMENCLATURE 
al 68033 Relay, POTTER-BRUMFIELD 
No. KLUYA-115 
2 68083 Relay, Thermal, CURTIS- 
WRIGHT No. 117-20-A 
3 55035 Diode, Crystal, 1N93 
hy 55027 Diode, Crystal, WESTING- 
HOUSE No. WN5O91A 
5 59122 Light, Pilot, MARCO 
No. 5NE2 
6 59011 light, Pilot, G. E. 
No. 328 
7 57027 Fuse, 4 Amp,, 250 V., 3AG, 
LITTLEFUSE No. 312004 
8 57040 Fuse, 1/32 Amp., 125 V., 
3AG, Slo-Blo, LITTLEFUSE 
No. 313032 
9 57007 Fuse, 1/16 Amp., 250 V., 3G, 
LITTLEFUSE No. 312.062 
10 57005 Fuse, 3Amp., 125 V., 3AG, 
LITTLEFUSE No. 312003 
13 56020 Fuse, 1/4 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312.250 
12 57011 Fuse, 5 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312005 
13 57014 Fuse, 2 Amp., 250 V., 3AG, 


LITTLEFUSE No. 312002 


RACK C 
ESTIMATED NO. OF ESTIMATED 
UNIT COST UNITS AMOUNT 
$ 4.85 2 $ 9.70 
12.00 3 36.00 
1.85 3 5-55 
14.00 2 28.00 
85 5 4.25 
4 5 2.10 
.06 25 1.50 
“6 25 2.50 
OF 25 1.00 
ra 25 3.50 
.06 25 1.50 
.05 a5 1.25 
CRIGIMAL CL ny tot 77 
/ ObECL AE 5-97 
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Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y-C 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION. EQUIPMENT 


NOMENCLATURE 

Fuse, 3/4 oe 250 V., 3AG, 
LITTLEFUSE. No. 312.750 
Tube, SRIWGY 

Tube, 6AR6/6098 

Tube, 5751 

Tube, 0G3/85A2 

Tube, 64Q5 

Tube, OB2 

Tube, 6080 


Post, Fuse, LITTLEFUSE 
No. 342003 


light, Pilot, MARCO 
No. 30080M 


Capacitor, Electrolytic, 


10,O00MFD, 10-15 V., MALLORY 
No. HC-10100 


Capacitor, Electrolytic, 
2000 MED, 15 V-, MALLORY 
No. HC-1520 


Capacitor, Electrolytic, 
10OMFD, 150 V., CORNELL- 
DUBILIER No. BBR1LO-150 


‘Capacitor, CORNELL~ 


DUBILIER No. BBRLO-50 
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RACK C 


-ESTIMATED NO. OF ESTIMATED 
UNIT COST UNITS AMOUNT 


$ 09 25 | $ 


4.60 3 
3-25 3 
2.05 3 
2.50 3 
52 3 
.80 3 
6.00 3 
128 2 
85 2 
4.95 2 
2.00 S 
ody 2 
we 2 


aGis 
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5.64 


88 


84 


MP 
TTEM NUMBER 
28 30397 
29 10859 
30 11035 
31 45033 
32 11615 
33 11665 
34 58057 
BD 58069 
36 58072 
37 20609 
38 20611 
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NOMENCLATURE 


Capacitor, CORNELL- 
DUBILIER No. BBR25-25 


EQUIPMENT LIST Y-C 


Supersedes: 


Revist on: 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 


Motor, TECHNICAL DEVELOPMENT 


CORP. No. D641-1 


Playback-Record Amplifier, 
per R-W Dwg. No. 70000789 


Tube, 6CI6 


Transformer , Playback -Record 
Amplifier Input, per R-W Dwe. 


No. 70001520 


Equalizer Unit, 3 3/4" - 15", 
1/4" Tape, per R-W Dwg. No. 70001256, 
TRANSFORMER ENGINEERS 7942 


Transformer, J..W.. MILLER CO. 


No. 4384 


Transformer, J..W. MILLER CO. 


No. 43642 


Transformer, J..W. MILLER CO. 


No. 4384-3 


Resistor, Fixed Wirewound, 

25 Ohm, 2 watt, + 1%, HYCOR 

No. 628A 250HM or CINEMA No. 
CEL81M 25° OHM or DALE PRODUCTS 


INC. No. RS2 250HM 


Resistor, Fixed Wirewound, 
36 Ohm, 2 watt, + 1%, HYCOR 
No. 628A 360HM or CINEMA No. 


-CELS1M 360HM or DALE PRODUCTS 
INC. No. RSE2 360HM 


ESTIMATED 


UNIT COST. 


March 1, 1957 
B 
NO. OF ESTIMATED 
UNITS AMOUNT 
2 $ 1.20 
1 75.00 
i. 670.00 
3 Tipe Tel 
1 45.00 
se 60.00 
1 6.15 
1 6.75 
1 6.75 
1 2.37 
1 2.37 
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. Effective: October 7, 1957 


Supersedes: March 1, 1957 
Revision: B 


-EQUIPMENT LIST Y-C 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 
MP = ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


39 20612 Resistor, Fixed Wirewound, 
27K, 2 watt, + 1%, HYCOR No. 628A 27K 
or CINEMA No. CEL81E 27K or DALE 
PRODUCTS INC. No. RS2 27K $ 3.05 Ag $ 3.05 


40 20614 Resistor, Fixed Wirewound, 
68K, 2 watt, + 1%, HYCOR No. 
628A 68K or CINEMA No. CELS1E 68K 
or DALE PRODUCTS INC. No. RS2 68K cea a 3.71 


Tal 20617 Resistor, Fixed Wirewound, 
100K, 2 watt, + 1%, HYCOR No. 
628A 100K or CINEMA No. CEL81E 100K 
or DALE PROBUCTS INC. No. RS2 100K 3.71 an 3-71 
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